Concordia University - Faculty of Fine Arts - Department of Theatre 
Presents 







Director: Gregory Ziskin 
Asst. Director: Jane Piper 
Costume Design: Sonja Grguric 
Set Design: Tracey Houston 
Sound & Light Design: Emmet Henchey 

Feb. 14,15, - 8:00pm 


Feb. 15,16 - 2:00pm 


The Cazalet Studio (F.C. Smith Auditorium) 
7141 Sherbrooke St. W. (Loyola Campus) 
Free Admission 

First come, first serve basis 


by Anton Chekhov 
Translated by David French 





